





REGIONAL VICE PRESIDENTS 
DISTRICT MANAGERS 
STORE MANAGEMENT TEAM 


June 7, 1975, the following Kresge store closed to the public in the 


United States: 


INTERNATIONAL HEADQUARTERS DEPARTMENT HEADS 


Kresge Store #492 


799 Sproul Road 
Springfield, PA 
Eastern Region 


June 11, 1975, the following K mart store opened to the public in the 


United States: 


19064 


K mart Store #3212 


208 Owen Drive 


Fayetteville, NC 


Southern Region 


June 12, 1975, the following K mart stores opened to the public in the 


United States: 


K mart Store #9013 
2190 W. Main Street 
Greenfield, IN 46140 
Central Region 


The total number of stores by region and the total number of all stores 


as of June 12, 1975, is: 


KRESGE K 
Central Region 127 
Eastern Region 101 
Midwestern Region 77 
Southern Region 23 
Western Region 1S 
TOTAL U. S. STORES 343 
CANADIAN STORES 71 
AUSTRALIAN STORES 0 
TOTAL ALL STORES 414 
K mart Chef Drive-Ins - 

G. W. 


GWM: pk 
(2100) 


mart 


MORCK 


28304 


R.. B. 
Greensburg, 
Central Region 


JUPITER 


24 
20 
47 
0 
as 
91 
10 
0 


101 


K mart Store #9027 
#1 - Box 10 -A 
IN 47240 


TOTAL 


293 
238 
262 
227 
179 


1199 
149 
22 


1370 
3 


